From jfroco@gmail.com Sat Dec 10 17:17:28 2005
Return-Path: <jfroco@gmail.com>
Received: (qmail 7484 invoked from network); 11 Dec 2005 01:17:28 -0000
Received: from unknown (66.218.66.166)
  by m27.grp.scd.yahoo.com with QMQP; 11 Dec 2005 01:17:28 -0000
Received: from unknown (HELO n10a.bulk.scd.yahoo.com) (66.94.237.44)
  by mta5.grp.scd.yahoo.com with SMTP; 11 Dec 2005 01:17:28 -0000
Comment: DomainKeys? See http://antispam.yahoo.com/domainkeys
Received: from [66.218.69.5] by n10.bullet.scd.yahoo.com with NNFMP; 11 Dec 2005 01:16:31 -0000
Received: from [66.218.66.89] by mailer5.bulk.scd.yahoo.com with NNFMP; 11 Dec 2005 01:16:31 -0000
X-Sender: jfroco@gmail.com
X-Apparently-To: ts2068@yahoogroups.com
Received: (qmail 72244 invoked from network); 10 Dec 2005 05:19:53 -0000
Received: from unknown (66.218.66.217)
  by m34.grp.scd.yahoo.com with QMQP; 10 Dec 2005 05:19:53 -0000
Received: from unknown (HELO n2a.bulk.scd.yahoo.com) (66.94.237.36)
  by mta2.grp.scd.yahoo.com with SMTP; 10 Dec 2005 05:19:53 -0000
Comment: DomainKeys? See http://antispam.yahoo.com/domainkeys
Received: from [66.218.69.3] by n2.bullet.scd.yahoo.com with NNFMP; 10 Dec 2005 05:19:34 -0000
Received: from [66.218.66.68] by mailer3.bulk.scd.yahoo.com with NNFMP; 10 Dec 2005 05:19:34 -0000
Date: Sat, 10 Dec 2005 05:19:33 -0000
To: ts2068@yahoogroups.com
Message-ID: <dndoh5+l18@eGroups.com>
User-Agent: eGroups-EW/0.82
MIME-Version: 1.0
Content-Type: text/plain; charset="ISO-8859-1"
Content-Transfer-Encoding: quoted-printable
X-Mailer: Yahoo Groups Message Poster
X-Yahoo-Newman-Property: groups-system
X-Originating-IP: 66.94.237.36
X-eGroups-Msg-Info: 1:12:0:0
X-Yahoo-Post-IP: 200.74.174.158
From: "jfroco" <jfroco@gmail.com>
Subject: Problem with power supply or TS2068
X-Yahoo-Group-Post: member; u=248178085; y=WUwrUP4m-V9YW6saEMbGr7Z_b83g10kHamyCkAw8G4Bu
X-Yahoo-Profile: jfroco
X-eGroups-Approved-By: indygolunaria <florit@hudat.com> via web; 11 Dec 2005 01:16:30 -0000

Hi,

  I just got a TS2068. I don't have a 15V power supply, so I tested=20
with a 9V 1A power source and it worked, but the screen was in B&W.

  Later, I tested it with a 14V 850mA PS and the image was in color.=20
Then I changed the polarity of the PS and the 14V PS stopped working.=20
After that I tried with the 9V PS and the TS2068 still worked.

  Did I damage the TS2068 reversing the polarity? Can I damage the PS=20
reversing the polarity? If I get a 15V PS will it work?

  I don't understand why the 14V PS stopped working and I don't have a=20
volmeter to test it.

   Any idea or comment?

   Thank you=20

JF






